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VIII. An Explication of the Jnftruments ufed, in a 
new Operation an the Eyes, by the Same. 

AB D Eprefent the Figures of two Eyes, on which 
|\. a new Operation was perform’d, by mak¬ 
ing an Jncifion thro’ the Iris , which had contracted it- 
ielf in both Cafes fo dole, as to leave no Pupil open 
for the Admilfion of tight. (See Elate the x d .) 

The Perforation in the Eye A was made a little a- 
bove the Pupil, the doling of which enlued upon the 
putting down a CataraCt, which not knowing how low 
it might be lodged, I made the Incifion a little higher 
than the Middle, left any Part of it lhould lie in the 
Way. 

The Eye B was one I couch’d not long before,, 
where the Patient had been blind but a few Years. At 
firft he thought every ObjeCt further from him than it 
was; but he loon learn’d to judge the true Diftance, 
the Caufe of which I lhall endeavour to explain by the 
lowermoft Figure, in which let the Circle H IK re- 
preient the Eye, H the Place where an Image through 
the natural Pupil 1 was reprefented from the Place M; 
now the artificial Pupil being at the Place K, the Ob¬ 
ject at L is now painted at the Place H, where the 
QbjeCt M was alfo to be perceiv’d; therefore it was, I 
fuppofe, that the Patient miftook the Place L for the 
Place M. 
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C is a Sort of Needle with an Edge on one Side, 
which being pafs’d thro’ the Tunica Sclerotis , is then 
brought forwards thro’ the Iris a little farther than E. 
This done, 1 turn the Edge of the Needle, and cut 
thro’ the Iris as I draw it out : The Handle of this 
Needle is half black, and half white, which though 
it is not of much Ufe in this Operation, is very 
much lb in couchiug Needles, we being thereby 
able to judge of their Pofition, when we do not 
lee them. 

F F is an Inftrument to keep open the Eye-lids. G 
is a Bit of Iron, which as it is moved backward, or 
forward, the Instrument opens and clofes. 


IX. An Account of federal Stones found in the Kid¬ 
neys of a Terf on opened by lAr. John Dobyns, 
Surgeon and Litbotomijl to St. Bartholomew^ 
rlofpital and K 

M R Laurence , a Gentleman of about forty Years 
of Age, had for near twenty Years a Com¬ 
plaint in his Kidneys ; making bloody Urine upon 
any extraordinary Motion, but free from the great Pain, 
and all other Symptoms ufually attending nephri- 
tick Cafes. However, upon opening the Kidneys af¬ 
ter his Death, there was in each a Stone of an ex¬ 
traordinary Size and Figure, befides one hundred 
fmaller, which are brought for the View of the 
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